
The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 
lieutenant governor 

JUDYANN BtGBY, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


02/17/2012 


Megan Mahoney 

Assistant District Attorney, Plymouth County 


Dear ADA Mahoney, 

Enclosed is the information you requested in regards to Commonwealth Included 

are copies of the following: 


1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples 

3. Analysis sheets with custodial chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples 

Annie Dookhan was the custodial chemist aud perfomied the preliminary testing and net weight for 
tliis sample. Kate Corbett analyzed the GC/MS data for this sample. 

If you have any questioirs about these materials, please call me at the number below. 


Sincereh^ 

A nni e Dookiian 
Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 



To be completed by Lab Personnel 
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City; Rockland Police Dept. 
Officer: Detective DONNELLY 

Amount; 


No. Cent: 4 Cont: pb 

Date Rec'd: 06/28/2010 
Gross Wt.; 2.27 


Date Analyzed^:? 




SubsLSUB 

No. Analyzed: 

Net Weight: O.'w^o 


Prelim: CoCCXs.,?v..flL(^) 


Findings: 


# Tests: 
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PHYSICAL DESCRIPTION: 




- c>\\Anvo^\oc>s. 

^ W^i:i.V0sc_'4a_ 


Gross Wt ( ): 

Gross Wt ( ): 

Pkg. Wt: 


Net Wt 


r^f-\ us>-^ 

OV^'v?r' 




PRELIIVUNARY TESTS 
Spot Tests 

Cobalt 
Thiocyanate ( 

Marquis — 

Froehde's 


IVIlcrocfVstalllne Tests 
Gold 

Chloride -y _ 

TLTA ( _ 

OTHER TESTS 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


DATE 3-2-10 


MS 

OPERATOR 

DATE \ o 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3~2010\System7\09_23_10\744957.D 
KAC 

24 Sep 2010 00:08 

BLANK 


DRUGS.M 
RTE 



Abundance TIC: 744957.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


744957.D 


Fri Feb 03 08:49:18 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\System7\09_23_10\744958,D 
KAC 

24 Sep 2010 00:20 

COCAINE STD 

58 

DRUGS.M 
RTE 


Abundance 

150000o| 

1000000 

500000 


TIC: 744958.0\data.ms 


4.728 


I < I I I I 1 > I ' I VT-r-r-n- 


Time-> 2.00 2.50 3.00 3.60 4.00 4.60 5.00 5.50 6.00 6.50 7.00 7.50 ’s.bo' 8.50 'o.OO ' 9 . 5 O 


Ret, Time 

Area 

Area % 

Ratio % 


4.728 

182^051 

100.00 

100.00 



744958.D 


Fri Feb 03 08:49:22 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System7\09_23_10\744958.D 

Operator : KAC 

Date Acquired ; 24 Sep 2010 00:20 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 58 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 4.73 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.897 min.: 744958.DWata.ms (-) 



m/z-> 40 60 80 100 120 140 1^0_18^ 200 220 240 2 60 280 .300 


Abundance #29: COCAINE 



744958.D Fri Feb 03 08:49:23 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2010\System7\09_23_10\744971.D 
KAC 

24 Sep 2010 3:05 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance TIC: 744971,D\data,ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


744971.D 


Fri Feb 03 08:49:41 2012 


Page 1 


Corbett email PRR 000728 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3 
KAC 
24 Set 


2010\System7\09_23_10\744972.D 


2010 


3 : 17 


ASD 

72 

DRUGS.M 
RTF 


Abundance 

3000000' 

2000000 

1000000 


2,12.350 


Tirrie-> 


0 'i-tW 
2.00 


3.902 


TSC: 744972,0\data.ms 


39 






2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2.133 
2.350 
3.902 
4.739 


367942 

251303 

348486 

4494936 


6.74 8.19 

4.60 5.59 

6.38 7.75 

82.28 100.00 


744972 . D 


Fri Feb 03 08:49:44 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F;\Q3-2010\System7\09_23_10\744972.D 

Operator ; KAC 

Date Acquired : 3 :17 

Sample Name : 

Submitted by : 

Vial Number ; 72 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 2.13 C:\Database\NIST05a.L 

Ecgonidine, methyl ester 127379-24-2 98 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 96 
2,6-Dimethoxytoluene 005673-07-4 38 


Abundance Average of 2.096 io 2.319 min.: 744972.D\data.ms (-) 



m/z-> 40 50 60 70 80 90 160110120 130140150160170180190 200 210 220 230 240 250 260 270 280 


744972.D Fri Feb 03 08:49:45 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System7\09_23_10\744972.D 

Operator ; KAC 

Date Acquired : 24 Sep 2010 3:17 

Sample Name 
Submitted by 
Vial Number : 72 

AcquisitionMeth: DRUGS,M 
Integrator : RTB 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


2 2.35 C:\Database\NIST05a,L 


Ecgonine 

methyl 

ester 

106293-60-1 

97 

Ecgonine 

methyl 

ester 

106293-60-1 

97 

Ecgonine 

methyl 

ester 

106293-60-1 

96 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 





744972.D Fri Feb 03 08:49:46 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q3-2010\System7\09_23_10\744972.D 

Operator ; KAC 

Date Acquired ; 24 Sep 2010 3:17 

Sample Name : 

Submitted by : 

Vial Number : 72 

AcquisitionMeth; DRUGS.M 
Integrator : RTF 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 3.90 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


Abundance Average of 3.876 to 4.087 min.: 744972.b\dala.ms (-) 

; 148 


801 



Abundance #59447: imidazo[2,1-b]th(azole, 2,3,5,6-tetfahydro-6-phenyl-, (S)- 



m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 


744972.D Fri Feb 03 08:49:46 2012 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System7\09_23_10\744972.D 

Operator : KAC 

Date Acquired ; 2^Se^2(rK) 3:17 

Sample Name : 

Submitted by : 

Vial Number : 72 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L i 

PK# RT Library/ID CAS# Qual 


4 4.74 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


AbLindance Average of 4.696 to 4.887 min.: 744972.D\data.ms (-) 



744972.D Fri Feb 03 08:49:47 2012 


Page 5 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2010\System7\09_23_10\744980.D 
KAC 

24 Sep 2010 4:58 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 744980.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


744980.D Fri Feb 03 08:50:02 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth r 
Integrator : 


Data File: 

F:\Q3-2010\System7\09_23_10\744981.D 

KAC 

24 Sep 2010 5:11 

COCAINE STD 

81 

DRUGS.M 
RTE 




TfC: 744981.DWata.ms 

4.728 


1000000' I 

500000 i I 

0 i i I-I I 'l I I ,-I ■r'-y"<-T-rT 7- f -r -i--T-p-|- T -T-- p -r-- jV T - f--|-- r - r -T--f- 1 i i i | I I I I | I i t I | F I i i | i t i - ! ■ i i 

Time-> 2.00 2.50 3.00 3.50 4,00 4.50 5.00 5.50 6.00 6.50 7.00 7.60 8.00 8,50_,9,p0 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

4.728 

1460326 

100.00 

100.00 


744981.D Fri Feb 03 08:50:05 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

Pile Name : F:\Q3-2010\System7\09_23_10\744981.D 

Operator : KAC 

Date Acquired : 24 Sep 2010 5:11 

Sample Name ; COCAINE STD 

Submitted by ; 

Vial Number : 81 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C; \Database\PMW___TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 4.73 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4,696 to 4.892 min.: 744981 .DWata.ms (-) 

f 

I 

8Q] : 

j 182 



744981.D Fri Feb 03 08:50:06 2012 Page 2 
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